
COLITE INDUSTRIES, INC. 

P.D. Drawer 5, West Columbia, S.G. 2.0169 CSD3) 796-1 □□□ 


Mr. Vincent Weiner 
Manager, Special Promation 
Philip Morris USA 
100 Park Avenue 
New York, NY 10017 


s ERECTION: 

“ Tarnpa Bay Stadium, Tampa, FL 
p Cmni, Atlanta, GA 
t Astrodome, Houston, TX 
Q 1 212/679-1800 
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NET 10 DAYS | West Columbia, S.C. 
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Description 


In&iailalion Completed 




Unit Price { Total 


Final Invoice 


Houston Astrodome: 

1. Fabricate Lumiflex sub-frames & main fraires (2). 

2. Site Work: (a) Removal of existing plastic windows & 
retaining caps. 

(b) Assemble complet Lumiflex framing & mount to sign 
body. 


Contract Amount $20,800.00 

Less previous request 

for payment . 12,200.00 

Balance due this invoice 


$ 8,600.00 


ORIGINAL INVOICE 

The merchandise sndfor services listed hereon remains the property of Oolite Industries. Inc. until full payment is received This sale is sub.eol 
to the terms and conditions shown on the reverse side. Consignee receipting this statement will bs held responsible for any loss or damage unless 
full account of saTie rs Immediately rsportad in writing to carrier. 


Source: https://www.industrydocuments.ucsf.edu/docs/szmn0004 
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